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Message Text 

UNCLASSIFIED 

PAGE 01 TEHRAN 09811 070744Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

110475 070745Z/17 

R 070705Z NOV 77 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5338 

UNCLAS TEHRAN 981 1 

USDOC FOR CAGNE 

E.O. 11652: N/A 
TAGS: BEXP, IR 

SUB J : WATER PURIFICATION SYSTEMS AND APPARATUS 

1 . A LOCAL CONSULTING ENGINEER, CURRENTLY NEGOTIATING 
WITH SEVERAL AGENCIES OF THE IRANIAN GOVERNMENT, IS 
INTERESTED IN AS MUCH INFORMATION AS POSSIBLE ON 
AMERICAN-MADE DESALINATION AND WATER PURIFICATION 
SYSTEMS, INCLUDING RESERVOIRS, PUMPING, CHLORINATION AND 
AERATION EQUIPMENT, AIR I, TFT PUMPS AND VACUUM PUMPS. 

2. SAME ENGINEER IS INTERESTED IN ACTING AS 
REPRESENTATIVE OR DISTRIBUTOR FOR AMERICAN FIRM 
MANUFACTURING ABOVE EQUIPMENT. 

3. PLEASE FORWARD BROCHURES AND DESCRIPTIVE MATERIAL 
TO ATTENTION OF COMMERCIAL ATTACHE ASAP. 

SULLIVAN 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Sent Date: 07-Nov-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977TEHRAN0981 1 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77041 0-0268 
Format: TEL 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 977/newtext/tl 9771 187/aaaacwmg. tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9248d51f-c288-dd11-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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SAS ID: 684849 
Secure: OPEN 
Status: NATIVE 

Subject: WATER PURIFICATION SYSTEMS AND APPARATUS 
TAGS: BEXP, IR 
To: COM 
Type: TE 
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